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READ AND UNDERSTAND THIS BOOK 
BEFORE USING YOUR NEW FIREARM 



EUROPEAN AMERICAN ARMORY 

P.O. Box 349S Bright Stailon, Hialeah FL 33013 





IF YOU WOM'T READ THIS OWNER MANUAL AND HEEDTHE VifARNINGS AND INSTRUCTIONS, 

PLEASE DON'T BUY THE GUN 



YOU NEED TO READ 

ID LIFE SAVING WARNINGS: 

t. Removing the magazine from itie fille does not mean lhat the gun is empty Of 
unloaded or not able to lire,. If 0 round as in the chamber, THIS RIFLE CAN BE 
FIRED WITH THE MAGAZINE IN OR OUT. 

2. Always poifii the muzzle Of any firoarm in a sale direction whether the gun is loadect 
or unloabod... 

3. No hands over the muzzle. No way. No lime. No bow... 

4. Only use 22 rimfire long ritlo ammunition, manufadured to industry standard... Do 
not use long rifle cartridge with btiml nose or sharp shoulder bullets, which can 
interfere with smooth and reliable feeding. A cartridge that is not fuliy chambered 
may discharge and could cause injury to the shooter or those near by. If the 
cariridge does not feed do not force it, there is a reason. Determine the reason 
belora continuing... 

5. Never aiter your rifle or allow anyone not connected with or authorized to represent 
the manufacture to modify, change, or adjust any o( the working part of your gun... 

S. Learn lo clean your rifle and to inspect it regularly... Any obstruction in Ihe rifle 
barrel is very dangerous. Small bits of cartndge Or mud or snow or dirt Or waler or 
oil in the barrel before firing can cause great injury to shooter and observers well 
as irreparable damage ti5 the gur^... 

7. Wear ear protection and eye protection whenever you shoot your rifle or you are 
around other people using fireamfis. YOU ONLY GET ONE SET OF EYES AND 
EARS... 

3. Treat every gun as if il is loaded. 

9, 22 Long Rifle ammunition has a sensilivc priming compound drSinbuted around the 
inside rim of the cartridge. Never force a cartridge inlo the chamber, a 22 Long Rifle 
cartridge can cause great harnn it detonated outside the chamber,,, 

10, Your gun can not think... You must be al fill and thoughtiui at all limes to insure your 
safety and safely Of people and properly near you... No drugs,, , No drinking... No 
horse play.,, Never shoot a 22 Long Rifle eariridge at wafer ora hard surface, bullet 
will Ticochet... 

EUROPEAN AMERICAN ARMORY 

P.O, Box 3498 Bright Slatiori, Hialeah. FL 33013 
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SP1822 GENERAL INFORMATION DRAWING 




This gun was manufaciur^d to perform properly witn iho original pa/i& as d&signed. it 
your duty to make sure any parts you buy are installob correctly and lhal noiihor 
replacements nor originate are altered or changed. Your gun is a compIcM tool with 
many parts lhal must relate cornectly to o1her parts. Putting 3. gun together wrong or 
with moditied parts can resuH in a damaged gun. danger, and injury or dealh to you 
and others Ihrough malfunction^. Always let a qualified gunsmith work on your gun or at 
least check any worfc not performod by a gunsmith. We at EAA Itiink this is a small 
price To pay for firearms safely. 
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GENERAL INFORMATION 

The SP1322 is chamOerad for the .22 Long Fifle cartridge. This recoil operated rifle 
works in general follows. With the magazine in place as the operator retracts the boN 
handle, the bolt forces the hammer back and down, aod compresses the recoil spring. 
The sear catches and holds the hammer at full cock The magazine spring forces the 
cartiidiges up and ihe top one is held by the lips of the magazine. Releasing the bolt 
handle, permits she recoil spring to assert ifselS and drive the bolt forward, the face of 
the boll is machined to permit it to strip a cartridge from the lop of the magazine and 
drive is into the firing chamber. The ej^tractor on Ihe right of the bolt snaps over she rim 
and its spring drives it against the rear of the firing pin. The front end o1 the firing pin 
strikes the cartridge case dm and mgiles the cartridge. As the bullet goes down in the 
barrel, lhe rearward ihnjst ot the gases, wllhin Ihe canriiSge case, forces the head of fhe 
case back against the spring-held bolt, extractor, unlil the case strikes against a Step, 
rising from the magazine, actirug as ejector. At lhe same time the hammer is cocked, the 
reooif spring compressed and the magazine spring forces a new cartridges up etc., as 
described ai)ove. This action is repeated each time the trigger is pressed, until the 
weapon is empty. If the trigger is pressed the rifle will continue to fire until ihere is a 
cartridge in the chamber, whether or not the magazine is fiiled. For this reason is not 
sufficient to remove lhe magazine to unload the rifle. Never presume Iho rifle is 
unloaded. 

EXTERNAL CONTROL PARTS 

THE BOLT HANDLE pulled manually, drves rearward 1 he bolt. In this way it is possible 
to remove from the chamber a live round; or, when reJeased. allow the holt to feed a 
cartridge. 

TlHE BOLT LOCK BUTTON is located on the forward area of the trigger guard. To 
activate the boll lock button, move the bolt in the rearwaid (open) position and whilg 
holding the bolt back, depress lhe bolt lock and release pressure on the bolt handle. Do 
noi put fingers inside the receiver ejection port, to clean the action or remove a 
defective cartridge, use only appropriate tools. To release the bolt, simply retract the 
boll handia; the button will drop down and the bolt will be free to move fully forward, 

THE CROSS TRIGGER SAFETY is positioneci behind the trigger. The safety Should 
always be in the "SAFE" position except when the gun user is actually tiring tiie rifle. 
When the safety is in the "SAFE'' position (ON pcsitiem), the red ring on (he safety 
button is not showing and the trigger is locked. Whon the safety is in the "FIRE" position 
(OFF position), the red ring on the safety button is showing and the (rigger can be 
moved. CAUTION: The safely only blocks the trigger. NEVER DEPEND ON THE 
VISUAL COLOR BAND TO DETERMINE IF SAFETY IS "ON" or "OFF'. Cross trigger 
safety should click into place in the "ON" or ’OFF" position It it does not click into 
posilion the gun should be returned for reparir. Always check safety position during use 
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or carry. CAUTION: NEVER DEPEJVtD ON I HE MECHAMICAL SAFETY TO JUSTIFY 
POOR HANDLING. ALWAYS POINT THE RIFLE IN A SAFE DIRECTION 

THE MAGAZINE RELEASE BUTTON, permits Ihe removal of magazine. Hofcting Ihe 
magazine vtiifri a hand, push with the thumb the magazine release button and pull ihe 
magazine out from the action. 

GAUTiON: ALWAYS ENGAGE SAFETY BEFORE INSERTING OR REMOVING 
MAGAZINE. 




TO LOAD AND FIRE YOUR RIFLE 

1 . Make sure the rifle pom led in a sate direction. 

2. Inspect the chajitber to make sure Ihe gun is unloaded. 

3. Move the sal^ety To the "SAFE' posiNon 

4. Lock the bolt 1o its open position. 

5. Remove the magazine. 

6. Load the magazine by inserting the cartridges into ihe magazine ?op opening. 

7. Insert the magazine inlo the receiver and make- suro it is Sirmly locked by The 
magazine latch plunger. 

&. Release bol* to teed a cartridge. Once a round has been chambered the nhe is fully 
loaded. If round does not chamber easy do nol force it into (he chanriber. Read (he 
'-MAL FUNCTIONS" section^ and determine \ho problem. 
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CR 01 Barrel 
CR 02 Front sight 
CR 03 Front sight screw 
CR 04 Rear sight 
CR 05 Barrel retainer 
CR 00 Barrel retainer screw 
CR 07 Foreanm wood 
CR OS Forearm boH 
CR 0^ Forearm bolt rtut 
CR 10 Receiver 
CR 1 1 Scope baae adapter 



CR 12 SooperbasG adapter 
screw 
CB 13 Stock 
CR 14 Stock holt 
CR 15 Stock washer 
CR 16 Butt plate 
CR 1 7 But! plate screw 
CR iSTricr&er guard 
CR 19 Receiver cross pin 
CR 20 Trigger guard pin 
CR 21 Stop safety spring pin 



CR 22 Safety 

CR 23 Safety detent plunger 
spring 

CR 24 Safety ddent plunger 
CR 25 Bolt lock 
CR 26 Boll lock spring 
CR 27 Magazine latch plunger 
CR 23 Magazine latch plunger 
^ring 

CR 23 Maga.itee latch 
CR 30 Ejector 
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CR 31 Hammer 


Cf\ 41 Saar 


Cn 52 


CR 32 Hammer plunger 


CR 42 Sear spring 


CR 53 


CR 33 Hammer plunger spring 


CR 43 eolt 


CH 61 


CR 34 Trigger 


CR 44 Bolt liaridle 


CR62 


CR 3S Trigger plunger 


CR 45 Extractor 




CR 36 Trigger plunger spring 


CR 46 Extracor plunger 




CR 37 Dismnnector 


CR 47 Extractor plunger spring 




CR 38 Discennedpr plunger 


CR 48 Firing pin 




CR 39 Dt'yzonngttoi plunger 


CR 49 Firing pin p+unger 




spring 


CR 50 Firing pin p^imger spring 




CR 40 Diswnnectcif pin 


CP 51 Firing pin stop pin 





9. Point Ite gun at the target and move the safely to the ''FIRE” position 
to. Pull the trigger when rflady to fire. Do not touofi the trigger unless yon are ready to 
tire and you are sure the rifle is pointed in a safe direction, Each time the trigger is 
pulled the empty case is ejected and a new round is chambered. The sately should 
be pul on the ”SAFE" pcsiticm all times OJicapt when the rifle is on ihe large! and the 
shooter is ready lo fire. Thus the last thing you do before you are sure that you are 
ready to fire is disengage ihe safety. 

CAUTION: MAKE SURE THE AREA IS SAFE BEFORE YOU SHOOT. 

CAUTION: KNOW WHAT IS YOUR TARGET BEFORE PULLING THE TRIGGER. 
CAUTION: THE BOLT DOES NOT REMAIN OPEN AFTER LAST SHOT, EXAMINE 
CAREFULLY THE CHAMBER TO BE BURE THE RIFLE 1S EMPTY. 

UNLOADING YOUR RIFLE 

1 . Maker sure the rifle Is pointed in a safe direction. 

2. Move I he safety in the "SAFE" position. 

3. Remove the magazine by depressing with the thumb the magazine release button. 

4. Retract ihe bolt handle and lock the boll to its open position. 

5. \/i£ib!y inspect the chamber to determine It is empty. A safe rifte is a totally empty 
rifle. 

6. Remove the r:artridges from the magazine by slightly depressing the round and 
pushing it forward and out from the magazine. Repeat until the magazine is empty. 
Never use a loaded cartridge as a tool to Strip cartridges from the magazine. 

7. Let the bolt retom to its dosed position. 

MALFUNCTIONS (JAMS) 

The best way lo minimize malfunctions is (o lak-e proper care of the gLin. Thus- keep 
your riffe cleaned and lubrical^d avoiding excess lubncanL Learn to operate correctly 
with the bolt handie and properly load and empsy the chamber and the ma,gazine- Fit 
correctly the magazine without damaging il Periodically remove grease or dirt from the 
action, the chamber and Ihq magazine. Clean with care the oxiractor. Look for 
abnormal $igns of wear. Use only proper ammunition loaded to Industry Spedficatians. 
if the machanisjTfi does nol function correctly, or if li is damaged: do not use the gun. 
Have il Inapecsed and repaired. 

If a malfurclion oecurs: 

1 . Pul Ihe safety on the "SAFE" pesitbn immediately and make sure the gun is pointed 
in a 5afe direction. 

2. Determine the problem. For a misfire wait 60 seconds before continuing. (In case of 
hgng fire/slow primer ignition). 
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3. Slide the bolt back and lock St in place with the bull lock button. 

4. Cleai round or empty case thal has caused the problem, use a rourxi wooden or 
strike the primer an,d ignite a live round. Never let a live round tall onto a hard 
surlace. Do not use damaged cartridges that have been removed from the gun alter 
clearing a jam. 

5. After clearing Ihe malfunction, the gun and magazine should he checked, if the 
malfunction was from llie ammo another type should be tried. 

S, If the gun is not dirty and the problem continues after trying Other ammo, then box up 
the gun and return U to E,A A. repair facility 

CAUTION: After ar^y malfunction or jam we strongly recommend that you inspect the 
cartridge case For split or sv,ielling or bulges. If you determine lhat the cartridge case is 
distorted then return the gun to EAA service im mediately, It is siways good firearms 
safety to inspect Ihe fired empty case lo: distortion Even if the gun is working tine, a 
distortion of the case could be a sign of a problem down The road. 

CAUTION; It Is a violation of the federal law to ship a loaded weapon. 

SIGHT ADJUSTMENT 

(For the rifles equipped with metallic sights ohly) 

To adjust for elevation, move the rear sight slide in the direefion you want the point Of 
impact move, Use orily a small screwdriver, loosen the screws only slighfSy so the slide 
does not to move too freely. The windage adjustment is made by driftirig the sight base 
in its slot. Place a brass rod against the sight base and lap Ihe sight in the direction you 
wish to move the poml of impacl 

CARE AND CLEANING 

The .22 Long Riflo cartridge deposits particles of bullet lubricant and powder on lhe 
ad ion and m^sgazino. Therefore the gun should be cleaned frequently because any 
semi-aufonnattc firearm lunctjons most reliably when it is free of accumulation of 
grease and other firing residues. 

CAUTION: Make sure the riJIe and magazine are unloaded before cleaning. 

1 . Follow uriloadmg in;^tructions. 

2. Lock boll back. 

3. Oblaih 22 calibre cleaning kit. 

4. Cli&an bore with cleaning rod and brushes and patches. 

5„ Spray action with gun solvent,, with out magazine in gun. Blow out solvent from 
action wMh air. 

6. Spray action with lighi oil and blow oul oil with air. 

7. Wipe gun down with lightly oiled doth. 
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FAILURE TO READ AND UNDERSTAND THESE WARNINGS MAV 8E 
DETRIMENTAL TO YOU OR OTHERS! 

WARNINGS: 

READ THIS AND BE A SAFE SHOOTER. 

Always keep the muzzle pointed ir» a safe direction. 

Never point a gun at any pcisgn or thing you don’t intend to shoot, Treat every gun as if 
it IS loaded... all Ihe lime. 

Get instruction from a connpelent ii rearm instructor before using any gun. 

Never rely on a gun’s "safety " to protect you Ironn unsafe gun handling. A "safety" I& 
only a mechanical device not a substitute lor common sense. 

Keep your finger OFF THE TRIGGER until you are actually aiming at Ihc target ready 
to shoot. Don't alter or modify your gun, and have gun serviced regularly. 

Be certain the gun is unloaded before cleaning. 

Always empty gun before entering a house, car, truck, boat, RV, camp, or any building. 
Never leave a loaded gun unattended. 

Store guns and ammunition separately BEYOND THE REACH OF CHILDREN. 

Don't "tedt the safety” by pulling the trigger when the safety is on. 

Be sure of your target end hockstop before you shoot. Ask yourself what your bullet will 
it il it misses the target, 

Be sure the tsarrel is dear of obstruction before shooting. 

Guns and alcohol or drugs don't mix. Don't take them before or during shooting 
activities. 

Never pull a gun towards you by the muzzle, Don't climb a tree or cross a fence or ditch 
with a loaded gun. 

Load and unload with the muzzle pointed in a safe direction. 

If a gun fails to fire when trigger is pulled, keep it pe ini fid at the target for at least 60 
seconds. Sometimes slow primer ignition will cause a "hang fire" and the cartridge will 
go off after a short pause. 

Never shool at hard flat surfaces or water,., bullet will ricochet. 

When receiving a gun always open the action and check that it’s unloaded. 

Never put your hand over the muzzle oF a gun. 

Never leave a gun were il could fall and lire. 

Always wear prolective shooting glasses when shooting on the range or in field or 
foresl. 

Old or reloaded ammo may be dangerous. We recommend against using it. 

Spectators should be 10 feet behind and away from the shooter while loading, firing 
and unloading. 
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FAILURE TO READ AND UNDERSTAND THESE WARNINGS MAY BE 
DETRIMEN'^AL TO YOU OR OTHERS1 

WARNINGS: 

READ THIS AND SE A SAFE SHOOTER. 

Wear hearing protection when shooting, or at a shooting range, or near shooting 
adivilies. 

Load the gun only when on lha range preparing to fire, and unload it before leaving the 
range. 

Don’l try to change your gun's tngger pull, because alteration of tngger pun usually 
affect sear engagernents and may cause accidental firing. 

If you do drop your gun. unload if and check it for proper function before using it again. 
Always wear (Iggrescenl orange vest, hat or jacket when in the woods or field. 

Never let water, snow, mud or other materials enter barrel 
Firearms should be unloaded when not actually in use. 

Many ammunition identificatrons sound similar Make sure you do not use wrong size 
ammunitions in your gun. 

Write to us concerning any item or circumstances which you don't understand and 
which might relale to your safety and the operation of ariy of our products. 

WARNING 

ANY BORE OBSTRUCTION. EVEN IF IT IS ONLY PARTLY BLOCKED, MAY CAUSE 
THE GUN TO BLOW UP IF IT IT FIRED. OR MAY CAUSE DAMAGE TO THE GUN 
SUCH AS A BULGED BARREL. 

TO AVOID INJURY OR DEATH TO THE SHOOTER OR BYSTANDERS, CHECK THE 
BARREL BEFORE SHOOTING OR IF A SHOT DOES NOT SOUND NORMAL. 



LIFE TIME LIMITED WARRANTY 

All EAA guns are \varraoled lo the Driginal retail cuslorrier for life from date of purchase 
against dafecis in matertal and workmansliip. All parts and laftor or replacement [at our 
opiion) are covered. 

Transportation to and from our repair facilities and damage caused by failure to perform 
normal mainienance. sales outside the United States, damage duo to us^ high vefc(>CLty, 
high pressure, reloaded or other nonstandard ammuinitton Or any unauthorized repair, 
modifii^atioh, misuse, abuse, or alteration of the product is not covered by this Limited 
Warranty. 

Any implied warr^ntros, inoiuding iho implied warranties of mefchantability and iitness 
for a particular purpose, are limited! to one year from the date of original purchase. 
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Consequential or incidental damages or expenses, or any otner expenses are not 
covered by this warranty 

To obtain warranty pertormance send your product with proof retail purchase, freight 
prepaid, to: 

EAA 

4480 EAST 1 1th AVEWUE 
HIALEAH. FL 33013 

HOME SAFETV IS PROfiABLY YOUR BIGGEST CONCERN, 

Hoppe's Gun Guardian is o good inexpensive gun iock kit. II works on any firearm (rifle, 
pistol or shotgun) or airgun, yet instantly removable by an adult. 

Hoppe s Gun Guarding kits are available in gun shops and sporting goods 
departments, or from Hoppe's, Airport Indusirial Mall, Coatesvilie, PA 19320. Ws have 
lested them and we remmmend them. Afti^r all. you have invested this much in your 
new gun. Now invest a little more in your chitJren's safety, 

USED FfRBARMS 

If you gol your EAA firearm as a used gun, BEFORE USING IT you should unload it 
and chock all its tunc lions to be sure it works correctly. Firearms are sometimes a He red 
to work incorrectly, or parts may be removed, lost or replaced with incorrect parts. Rrst. 
uriload it and check it yourself and then 

1 . Take it to a good gunsmith who knows about this model of EAA fireerm, and have 
him a check it over or. 

2. Send it to EAA along with | 30. OC and your name and addresa, and our gunsmith 
will inspect it and send it back fd you with a report on its condition. This service is 
also available if you have an older EAA produot, or if you think your EAA gun has 
boon dropped, damaged or just needs to be checked. 

EAA 

4480 EAST 1 1th AVENUE 
HIALEAH. FL 33013 

YOUR OWNER’S MANUAL 

This manual contains important warnings which must be understood BEFORE 
using this firearm. 

When you lend, give or sell the lireanm, he sure the manual goes with ii. You can 
get a copy of ihis manual from EAA on request. 
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